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IRRIGATION AND WATER RESOURCES DEPARTMENT 

The 31st March , 2014 
No. 2/4 /2014-21E. — Consequent upon provision made in Rule 6 of the Haryana Services of Engineers, 
Group - B , PWD (Irrigation Branch ) Rules , 1970 to maintain the ratio of Civil/Mechanical /Electrical Cadres , the 
Governor of Haryana is pleased to identify the Sub Divisions of Civil and Mechanical/ Electrical Engineering and to 
fix the cadre of Sub Divisional Officers as under: 


Sr. No. Name of Sub Division 


Division to which attached 


1 


2 


3 


Water Services (Mechanical) Sub Division , Karnal 


Water Services (Mechanical) 
Division , Karnal 


2 . 


3 . 


4 . 


S. 


Procurement and Disposal Division , 
Panchkula 


6 . 


Water Services (Electrical) Sub Division , Panipat 
Water Services (Mechanical) Sub Division , Jind 
Workshop (Mechanical) Sub Division . No. 1, Karnal 
Procurement and Disposal ( Electrical) Sub Division No. 1, 
Panchkula 
Procurement and Disposal (Mechanical) Sub Division No. 2 , 
Panchkula 
Lift Water Services (Mechanical) Sub Division No. 1 , Charkhi Dadri 
Lift Water Services (Mechanical) Sub Division No. 2 , Charkhi Dadri 
Lift Water Services ( Electrical) Sub Division No. 3 , Charkhi Dadri 
Workshop (Mechanical) Sub Division No. 1, Charkhi Dadri 
Workshop (Mechanical) Sub Division No. 2 
Workshop (Mechanical) Sub Division No. 3 
Water Services ( Electrical) Sub Division , Rohtak 


Workshop Division , Charkhi Dadri 


7 . 
8 . 
9 . 


1 


Workshop Division , Charkhi Dadri 


10 . 
11. 
12 . 
13 . 


Water Services (Mechanical) 
Division , Rohtak 


14 . 
15 . 
16 . 


Pump Lift (Mechanical) Sub Division , Rohtak 
Water Services (Mechanical) Sub Division , Gohana 
Water Services ( Electrical) Sub Division , Jhajjar 


Water Services (Mechanical ) 
Division , Jhajjar 


17 . 
18. 
19 . 


Water Services (Mechanical) Sub Division No. 1 , Jhajjar 
Water Services (Mechanical) Sub Division No. 2 , Jhajjar 
Water Services (Mechanical) Sub Division No. 1, Narnaul 


Mohindergarh Water Services 
(Mechanical) Division , Narnaul 


20 . 
21. 
22 . 


Water Services (Electrical) Sub Division No. 2 , Narnaul 
Water Services (Mechanical ) Sub Division Mahendergarh 
Water Services (Mechanical) Sub Division , Charkhi Dadri 
( To be opened ) 
Hisar Water Services (Electrical) Sub Division , Hisar 


23 . 


Water Services (Mechanical) 
Division , Hisar 


24 . 
25 . 
26 . 
27. 


Bhakra Water Services (Mechanical) Sub Division , Narwana 
Bhakra Water Services (Mechanical) Sub Division , Sirsa 
Water Services (Mechanical) Sub Division , Fatehabad 
Water Services (Mechanical) Sub Division , Faridabad 


Water Services (Mechanical) 
Division , Faridabad 


- 


28 . 
29 . 
30 . 
31. 
32 . 


Water Services (Electrical) Sub Division , Nuh 
Water Services (Mechanical) Sub Division , Palwal 
Water Services (Mechanical) Sub Division , Gurgaon 
Vigilance (Mechanical) Sub Division , Rewari 
Water Services (Electrical) Sub Division No. 1,Rewari 


Vigilance Division, Rewari 
Water Services (Electrical) 
Division , Rewari 


33 . 
34 . 


Water Services (Electrical) Sub Division No. 2 , Rewari 
Water Services (Mechanical) Sub Division No. 3 , Rewari 
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35 . Gujrani Water Services (Electrical) Sub Division , Bhiwani 

Water Services (Electrical) Division , 

Bhiwani 
36 . Siwani Water Services (Electrical) Sub Division , Tosham 
37 . Jui Water Services (Mechanical) Sub Division , Bhiwani 
38. Water Services (Mechanical) Sub Division , Soncpat 

Water Services Division , Sonepat 
39 . Hathnikund Barrage (Mechanical) Sub Division No. 4 , Hathnikund Dadupur Water Services Division , 

Dadupur 
40 . Water Services (Mechanical) Sub Division , Jagadhri 

Water Services Division , Jagadhri 
41. Satluj Yamuna Link Water Services (Mechanical) 

Satluj Yamuna Link Water Services 
Sub Division , Ambala 

Division , Ambala 
42 . Water Services (Mechanical) Sub Division , Kurukshetra 

Water Services Division . Kurukshctra 
43 . Bhakra Water Services (Mechanical) Sub Division , Kaithal 

Pundri Water Services Division , 

Kaithal 
44 . Assistant Engineer /Information Technology (Electrical), 

Irrigation and Water Resources , 
Irrigation and Water Resources Panchkula 

(Head Office ), Panchkula 
45 . ADE/ CDO (Mechanical) Irrigation and Water Resources , Panchkula 
46 . ADE/CDO (Electrical) Irrigation and Water Resources, Panchkula 
47 . ADE / Co - ordination (Mechanical), Irrigation and Water Resources, 

Panchkula 
48 . ADE /Lift Canal Unit (Mechanical), Irrigation and Water Resources, 

Panchkula 
49 . ADE /Disciplinary Cell (Mechanical), Irrigation and 

Water Resourccs, Panchkula 
50 . Sub Divisional Officer (Mechanical) HIRMI, Kurukshetra 

HIRMI, Kurukshetra 
51. Sub Divisional Officer (Mechanical) BBMB 

Bhakra Beas Management Board 
52 . Sub Divisional Officer (Mechanical) BBMB 
53. Sub Divisional Officer (Mechanical) BBMB 
54 . Sub Divisional Officer (Mechanical) BBMB 
55 . Sub Divisional Officer (Mechanical) BBMB 
56 . Sub Divisional Officer (Mechanical) BBMB 
57 . Sub Divisional Officer ( Electrical) BBMB 
58. Sub Divisional Officer (Electrical) BBMB 

The Rest of Units / Sub Divisions will be for the Civil Engincering Cadre . With the above, the position of Civil , 
Mechanical/ Electrical Cadre strength is as under : 

Total sanctioned Civil Mechanical Electrical 

post 
Irrigation and Water Resources Department 327 

278 34 . 

15 
HIRMI, Kurukshetra 

4 

03 01 

Nil 
BBMB 

54 

46 06 

02 
CADA 

31 

31 

Nil 
Total 

416 

3358 41 

17 


Nil 


2 . As per the HSE Group - B , PWD (Irrigation Branch) Rules, 1970 , there is no internal bifurcation for the 
posts of Mechanical and Electrical Engineering. Thus as per these rules, cadre strength ofMechanical and Electrical 
is interchangeable in numbers as well as in the postings. This concept has been retained in this notification . If either 
adequate numbers of Mechanical Sub Divisional Officers are not available OR adequate numbers of Electrical Sub 
Divisional Officers are not available , then the vacancies of Mechanical Sub Divisional Officers can be filled from 
Electrical Sub Divisional Officer and vice versa . 

3 . The Cadre of Haryana Services of Engineers , Group -B Officers earlier notified vide Notification 
No. 276 /2003-31E , dated 18th January , 2012 is hereby superseded . 

K.K. KHANDELWAL , 
Chandigarh : 

Principal Secretary to Government Haryana , 
The 12th March , 2014 . 

Irrigation & Water Resources Department, 


52153 — C.S.- H.G.P ., Chd . 


